APPENDIX 8
GLOSSARY OF TERMS

Abnormal loading condition:

Acceptable risk:

Accidental eccentricity

Actual risk:
Actual size:
Alternate path:

Assembly:
Bearing capacity:

Brittle connection:

A loading condition which is not
explicitly included within current
codes and design practices.

That level of risk deemed tolerable.

An eccentricity which exists as a
direct result of errors in either the
manufacturing or erection process.

See "risk".

i
A size found by measurement.

The substitute load flow pattern
taken after an abnormal  loading has
caused the "ineffectiveness" of a
primary load-bearing element.

An aggregate of panels.

The maximum unit pressure which a
material will withstand without
failure or without settlement to an
amount detrimental  to the integrity
or the function of the structure.

A connection which depends on fric-
tion and bond under compressive
loadings and consequently exhibits
little or no ductile characteristics.

-105-     =       compressive strength of concrete in .precast wall panel
